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Introduction 

The RadicShack 1-4 Bi-Directional Cable-TV 
Arrplifieris ideal Ibrdistributing a cade signal to 
a rerrote location. It can also distribute antenna 
ard HDTV signals. This arrplifier increases the 
output signal goteadB, vvihile rrinirrizing 
interfererce. Italsoallcwvs d-di recti onal 
cormrunication so y^u can etnjcy pay-per-view 
everts and interactixeTV. It is also corrpatide 
with digital cade rroderrE. The arrplifier can be 
rroLinted on a wall or placed on a tade or other 
indoor sixtace. You can cap off the unused 
outputs with the supplied temrinators te reduce 
signal leakage. 


Step One 

Selecting a Location 

You" arrplifier should be placed close te you' 
irput souce and an AC outlet You can rrountthe 
arrplifierona wall or other sufece usings 
screwE sutadetbrrrounting in you" location. 

• Do rot place the arrplifier outdoors. 

• To keep exposed cade to a rrinirrunr) you can 
place the arrplifier in you" attic. 

• To pre\ent interference, do rot place the 
arrplifier within six inches of any other 
electronic device 


Front View 

The red LED 



cades hereto connect te up tefiou" 
devices, such as aTV, cade rrodem or 
HDTV. 


Step Two 

Flouting Cables 

Route 75-ohm(RG-6 or RG-6QS) coaxial cade fiomthe arrpi ifier to you" 

irput souce ard to each receiver. Fdicwvthese hints when routing cade: 

• Useonlyasrruchcadeasnecessarytoreachfromthearrplifiertothe 
irput souce ard receivers. 

• Do not route cades where they rright be cut crirrped, or crushed by 
normal activities. 

• For the best appeararce, route cade through the attic ard walls, ard 
terrrinate each cade in a wall mount box with an F-comector. \Ahll 
rrount F-comectors, coaxial cade, ard other video accessories are 
ax^lade at you" local RadioShack store 


Step Three 

Making Connections 

1. Comect a coaxial cade to you' irput souce. lb 
connect more than one irput souce, useadgh 
isolation A/B switch or video selector to switch 
between irputs. 


2. Comectthecoaxial cadefromyou'cadeboxor 
antenna (irput souce) to the arrplifieris INPUT 
terrrirTal. 



terrrirBl. 

4. Attach supplied temrinators to unused output 
terrrirTals. 

5. Comectthe supplied AC adapterto the jack on 
the arrplifier. 

6 . Plug the AC adapter into a standard AC outlet 
The arrplifieris red LED lights when it has power. 

7. Turn on every device connected to the arrplifier. 

a Use a flat-head screwchxer to acjust 

GAIN IVIN/ MAX until you get the best pictue. 



Safety Instructions 

* Read and retain all the safety and operating instructions. 

- This appliance shoUd not be used near vreter, such as neara 
bathbJD, vreshbovJ, kitehensinkorlaLnciytiJDL 

- This arrplifrershoiJd be sitijated so that its location or 
position does not itTterfere v«th its proper ventilation 

- This arrplifiershoiJd becomectedonlyto a povrersLpplyof 
the type described in the operating instructions or as rrarted 
on the arrplifier. 

- Do not atlerrpt to defeat the guLncing or polarization 
corrponetTts of this arrplifier. 

- vypethearrplifiervuthadarrpcIothoccasionallytDkeepit 
looking nevtr Do not use harsh cherricals, cleaning sotverts, 
or strong detergerts to clean the arrplifier. 

- The povrercordofthearrplifiershoiJd becnpluggedftom 
the outlet vrhen left tnused for extended periocb of time. 

- Do not allow liqLids to spill through the arrplifier's openings. 

- The arrplifiershoiJd be situated away from heat soLTces 
such as radators, heat regsters, stoves or other appliances 
that cause heat Terrperattre extrerres can shorten the life 
of electronic devices and cistort or melt plastic parts. 

- If an outside antenna is connected to a receiver, be sue the 
antenna system is gourded to provide sorre protection 
against voltage suges, bult-tp static charges, and lightning 
strikes. Section 810 of the National Electric Code (NEC), 
ANSI/NFPA NO. 701990, provides infbrrration v«th respect 
to proper gouTcing of the rrast arid scpportirg structue, 
gouTcing of the lead-in wire to an antenna dscharge unit 
size of gourd rgcorrcluctots, location of airtenrra-dscharge 
unit connection to gourdrrg electrodes, and requrerreirts 
for the gourd rrg electrode. 

- TheCATVsysteminstallers atleirtionshodd bedrectedto 
Article 82040 of the NEC that provides gudelirres for proper 
gourdrrg and, in particdar, specifies that the cable gourd 
shall be coirrrected to the gourdrrg s^stenrof the buldrrg 
asclosetothepoiirtofcableeirtryas practical. 


Notes 

- Do not use pliers to tighten screwon F-cornrectots. 

- Never corrrect both an outdoor airteirrra arid the output ffoirr 

thearrplifiertotheairteima input of you" TV or VCR vuthout 
usirrg a high isolation AfB switch Doirrg so codd cause 
iirterfererrce other nearby receivers. 

- Foranaddtiorral gourdrrg rrethod, rerrove a rctiber foot 
ffomthe arrplifier and back out the ^gourdrrg screw Place 
a gourdrrg v«re over the gourdrrg screw and tighten the 
screw back iirto the housing 

- Inextrerrely lorrg cable runs (dstances over 200 feet), 
addtional arrplification night be needed. 


FCC Information 


WARNING: To reduce the risk of fire or shock hazard, do not expose this product to rain or moisture. 

A 

HBII A 


A The lightning symbol is intended to alert 

X\ you to the presence of uninsulated 

/A \ dangerous voltage within this product’s 

/ * \ enclosure that might be of sufficient 

magnitude to constitute a risk of electric 
shock. Do not open the product’s case. 

RISK 
po N( 

OF ELECTRIC SHOCK I 
)T OPEN 


CAUIIUN: lUKbUUCb IHbRISKOh 
ELECTRICAL SHOCK, DO NOT 
REMOVE THE COVER OR BACK. NO 
USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED 
PERSONNEL. 

A The exclamation symbol is 

/\ intended to inform you that 

/ 1 \ important operating and 

/ i \ maintenance instructions are 

inciuded in the iiterature 

accompanying this product. 


cautions: 

A YourTLStuseaClass2powersoLrcethatsuppli€s 1^/DC andcteliN^rsatleast ICOrrA. Its certs' 
tip rrust be setto pceitix^ and its plug rrustfitthe arrpirfier's adapter jack The stpplied adapter 
r re ^ these specifications. Using an acfapterthat does not rreetthese specifications coUd 
darrage the arrplifier or the adapter 

Always comectthe AC adaptertothearrplifierbefbreyDucxxTnectittiDAC power. XAAnen you finish, disconnect the 
adaptertromAC power b e fo re you disconnect itfior r itiie arrplifier. 

FCC Dedaration of Cdriformity 

This det/ice corrplies with Part 15 of the FCC Rul&$. Opercdon is sii:^ecttiDthe1bllowingtwocorcitions: (1) this 
dEvicerray not cause hiarrrflJ interference, and (2) this ctevice rrust accept arr/ihterference receixeci including 

interfererce that rray cause Lndesired operation. 
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The FCC Wtints You to Know 

This ecuJprrerit has been tested arci1bi_nd to cxxrply with the lirritstbr a Class B dgtal device, pusuantto Part 15 of 
the FCC RulSS. These lirrits are designed to provide reasonable protection a^irst harrrful i n te r fe f ence in a 
residential installation. This ecf-iprrent ge n erate s , uses and can radate racJio fiec | uency e n er g y ard, if not installed ard 
Lsed in accordance with the instructions, rrey cause hanTfU interference to racio corrrrLnications. 

there is no guarantee that intsference will rotoccLr in a particUar installation. If thisetquiprrentctoes cause 
harrrfU interference to racio or television reception which can be detemined bytrjrirgtheecquprrertciff ard on, the 
Lser is enccxraged to try to co ne ctthe interfere n c e by one or rrore of the fbHowing rreasues: 

• Reorient or relocate the receiving artema. 

• I rcrease the separation between the ec|Jprrent and receix^. 

• Connect the ec|JprTert into an outlet on a d rcuit c ifferert from that to which the receix^ is connected 

• ConsUt yoLT local RadicShack store or an experienced radIc/TV technidan 1br help 

• If you carrot elirririate the i n te r f e rence the FCC requres that you sto p using yocrarplifier 

• Changes or rrodfications rot e<pressly approved by RadioShack rray cacee interference and xoid the user^s 
authority to o p erat e the equiprrenL 


Specifications 


Forward Path: 


Operating Frequency Ftarge. 

.... 54-IOOOMHz 

Gain 

uptoTdB 

Gain Aejustment Flarge 

lOdB 

Reverse Path: 


eperatirg Frecjuency Ftarge 

5-40l\/tHz 

Insertion Loss 

9dB 

Adapter input Vdtage 

105-135V 

Power Usage 

<21/1/ 

Power Line Frecjuency 

so-eohk 

Dimensions (H\A€>) ... 1 V 2 X 3 5 V^inches 

(3. 81 X 9.53X13. 97 cm) 

\/\feiglt 

7.36 oz (208.65 g) 

Specifications are typical; Individual units night 

vary. S^^edfications are scteiect to (change and 

improvement without notice. 



Limited 90-Day Warranty 

TMs piDduct is vkarranted by RacioShad< against nwxJactLiing d^^cts in n'Bterial and woi+aTBn- 
stip LrtdernonTBl Lee Itar 90 (ninety^ days fromthedatecfpLixlTasefranTRadiaShackccxTparv- 
owr^ stores and aubTDrized RadicGhackfrarchiseGS and dealers. EXCEPT AS PROVIDED 
HEREIN. FtadcGheck IVIAKES NO EXPRESS VAARRANTIES AJSD ANY IIVPUED W^FtFtANTlES, 
INCLLONGTHOSE OF MERCHANTABILITY AND FITNESS FOR A PARTICULAR PURPOSE. 
ARE UIVITED IN DUFtATlONTOTHE DUFLATION OF THE VNftITTEN UMITEDWARFLANTIES 
CONTAIISED HEFLEIN. EXCEPT AS PRCMCED HEFLEIN. RadcShackSElALL HAX/E NO UABIL- 
ITY OR FtESPONSIBIUTY TOCUSTONER OR ANY OTHER PEFtSON OR ENTITY WITH 
RESPECTTO ANY UABILJTY, LOSS OR DAMAGE CAUSED DIFtECTLY OR INDIRECTLY BY 
USE OR PEFtFORMANCE OF THE PRODUCT OR ARISING OUT OF ANY BREACH OF THIS 
V\^!^F(F(ANTY, INCLUDING, BUT NOT UIVITEDTO, ANY DAMAGES RESULTING FROM INCON- 
X/ENIENCE. LOSS OF TIME. DATA, PROPERTY, REX/ENUE, OR PROFIT CTt ANY INDRECT 
SPECIAL, INCIDENTAL, OR COIsiSEQUENTlAL DAMAGES, EX/EN IF RadioShack HAS BEEN 
A[>4SEDOFTHE PC^SIBILTTY OF SUCH DAMAGES. 

San"E states do not allowlirritations on howicng an irrplied warrarty lasts crthe e»<£jLEion or lirrita- 
tionaf inddertal orconsequertial cten^a^s, so the above I irritations ore&«dLBions rray notapdyto 

In the evert of a produztdefectdLiirqthe warrarty period take the productand the RadicShack 
sales receipt as proof of pcndiase date to any RadicSred< store. RadcShackw/ill, at its option 
Liiess otherwise provided by laww (a) conectthedefect by prodict repair without <diar^ tor parts 
and labor (b) replace the prodjct with one of the sarreorsirrllar design or (c) r^Lnd the pcichase 
price All replaced parts and products, and products on wlicTi a refLrtd is trade, becorrethe prop- 
erty of RadoShadc New or reconcitiored parts and produds rray be Lsed in the pertonrance of 
WBtTsnty service. Repaired or replaced parts and products are warranted tor tte rerrairtderof the 
orignal warrarty period. You will bedrargedlbrtepairorteplacemErtoftheprocljctrracteaftErthe 
6!>^ration of the warranty period 

This warrarty dees notco\«r: (a) cferrageorlailLfe caused by or attributable to acts of God abuse, 
acddent rristse, irrproperorabnonral Lsage tailLretotoilowinstructions. irrproper installation or 
rrairtEnance. alteration, li^rtring or other incidence of e»«ce5s volta^ or CLtrenC (b) any repairs 
otherthan those prcwded by a RadicShack Authorized Ser\ice Facility (c) consLrrBbles sudi as 
fiBes or batteries; (d) cosrretic darrage; (e) transportation sNppingor insuance costs; or(f) costs 
of prodjctrerroNsI, installation, set-tp service acjLBtrrert or reinstallation 

This warrarty g\«s yxj spedflc le^l rights, andyxj rray also ha\« ether rk^ its whicTi vary from 
state to state 

RadcShackCustErrer Relations, 200 Taylcr Street 6th Floor, FortWfcrth, TX 761CC 
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C20Q3 RatdicShack Corporation. 

All Ri^Tts Reserx^d. 
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